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3. All places within the county of New Hanover used as barber shops, together 
with the furniture, fixtures, tools, implements, and linen, shall be kept in a cle»:i 
and sanitary condition at all times. 

4. Mugs, shaving brushes, scissors, comb3, and other tools and appliances of like 
nature that will admit of such treatment shall, after use on each person, be sterilized 
by immersion in boiling water or in alcohol of at least 60 per cent strength. 

5. A separate clean towel or face cloth shall be used for each customer. 

6. The common use of powder puffs and sponges is prohibited. 

7. No alum or other astringent shall be used in stick form. If used at all, such 
astringent must be in powder form. 

8. All hair brushes, hair dusters, and analogous articles shall be washed thoroughly 
at frequent intervals and kept scrupulously clean at all times. 

9. No barber shall permit any person to use the headrest of any barber's chair 
under his control unless said headrest is covered with a towel that has been washed 
since last being used or with a clean, new paper. 

10. No barber shall shave any person when the surface to be shaved is inflamed 
or broken out or contains pus unless such person be provided with a cup and shaving 
brush for his individual use. 

11. Every barber or other employee, as stated above, shall cleanse his hands thor- 
oughly immediately before serving each customer. 

12. Every barber shall, while serving customers, wear a washable apron or coat, 
which shall be kept clean. 

13. No person shall use a barber shop as a place in which to sleep, nor shall any 
proprietor or owner thereof permit said shop to be so used. 

14. Every barber or other person in charge of any barber shop shall furnish a plen- 
tiful supply of hot and cold water and shall use' hot-water tanks for no other purpose 
than that of heating water. 

15. The owner or proprietor of every barber shop shall keep a copy of these regula- 
tions, which shall be furnished by the board of health, posted in said shop for the 
information and guidance of persons working or employed therein. 

16. Any owner, proprietor, barber, or other employee violating any of the provi- 
sions of these regulations shall be subject to a penalty of $25 for each and every such 
offense. 

Laundries — Location and Sanitary Regulation of. (Reg. Bd. of H., Sept. 8, 1914.) 

Sec. 47. Laundries, construction, sanitation. — It shall be unlawful for any person, 
firm, or corporation to establish, maintain, or carry on a public laundry within the city 
of Wilmington or in any other incorporated municipality in New Hanover County in 
any building or in any portion thereof or in any annex thereto that shall bo occupied 
or used, either directly or indirectly, as a public hall, store, restaurant, or lodging 
house, or that is frequented or occupied by many persons, or that is occupied as a 
stopping place, or is frequented by persons likely to spread infectious, contagious, or 
loathsome diseases, or that is occupied or used or frequented, directly or indirectly, 
for any immoral or unlawful purpose. No person, firm, or corporation shall employ 
in the conduct or operation of a public laundry any person suffering from- any con- 
tagious, infectious, or loathsome disease, or shall permit any person suffering from 
any such disease to frequent or remain in any portion of any building used for any 
of the purposes of conducting a public laundry in said city or municipalities. 

Sec. 48. Laundries, regulations governing. — Excepting in cases where clothes are 
dried by the forced circulation of heated air, or by the circulation of the clothes 
mechanically through air artificially heated, it shall be unlawful for any person, firm, 
or corporation conducting, maintaining, or operating a public laundry within the 
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limits of any municipality of New Hanover County to dry any article of clothing 
washed in such laundry in any room other than one used exclusively for drying pur- 
poses, which room must be entirely shut off from every other room, excepting that it 
may be connected with another room by means of a door opening thereto, in which 
event such door shall always be kept closed when not being used by a person entering 
or leaving such drying room. Said room must be ventilated by means of at least 
two windows opening to the outer air, which windows shall be on different sides of 
the room. No person, firm, or corporation conducting, maintaining, or operating a 
public laundry within any municipality of New Hanover County shall wash or permit 
to be washed any article of clothing in any room the floor of which is not constructed 
of solid waterproof material and completely drained. If such floor is drained into the 
public sewer, the drainpipe shall be of cast iron, extra heavy, and properly leaded 
and calked wherever such drain shall be beneath the building, and said drain shall 
be connected with a proper drainage cesspool set in flush with the floor at every 
drainage outlet, and said cesspool shall be trapped and vented so as to prevent sewer 
gases from entering into such room. Any person, firm, or corporation who shall 
violate any of the provisions of these regulations governing public laundries shall 
be subject to a penalty of $50 for each and every such offense. 

Slaughterhouses— Sanitary Regulation of. (Reg. Bd. of H., Sept. 8, 1914.) 

Sec. 49. Slaughterhouses, reduction plants, construction. — Every abattoir or slaughter- 
house or other place for the slaughter of animals in operation at which animals are 
slaughtered for purposes of being used for food, exhibited for sale as food, or sold for 
use as food within the limits of New Hanover County, shall be constructed in accord- 
ance with the following provisions: 

The same shall consist of a substantial and suitable building, well lighted, contain- 
ing a killing room, a chill room, a reduction plant, and suitable pens, chutes, etc., 
commensurate therewith, together with all knives, tools, cleavers, etc. 

The killing room shall be adequate in size, and the floor of said killing room shall 
be of concrete not less than 3 inches thick, connected with the sewer or drain by 
means of bell traps and duly equipped with water seals, and constructed in such a 
manner as to secure perfect drainage; it shall be provided with a plentiful supply of 
pure and unpolluted hot and cold water, also a tank for scalding animals, together 
with an ample supply of hose; it shall be provided with such runways, windlasses, 
overhead trackage, and system of trolleys, running from the killing rooms into and 
connecting with the chill room and other parts of the slaughterhouse as may be neces- 
sary, by which and upon which animals slaughtered can be rsised, lowered, and car- 
ried from the killing room to the chill room or elsewhere that is necessary within the 
slaughterhouse without handling the same with hands; it shall be amply equipped 
with buckets, tubs, and other utensils and devices into which the blood, offal, and 
refuse shall be placed, and immediately removed without the necessity of handling 
with hands; the walls, ceiling, and partitions in said building and the floors of the 
same shall be constructed of material that is easily cleaned and kept so; all apparatus 
tools, knives, cleavers, and other utensils used in or about said building shall be kept 
thoroughly cleaned; said room shall be provided with cuspidors, toilets, towels, and 
soap for the use of employees working therein. 

The chill room shall be of adequate size; the walls, partitions, and ceiling of said 
room shall, when mechanical or other cooling apparatus is used, be thoroughly insu- 
lated with approved material and equipped in such a maimer that all condensation 
shall take place above carcasses and be promptly trapped out of the building, thereby 
securing, as far as practical, dry refrigeration; where refrigeration is used for the 
preservation of meats within the county in any cold-storage or refrigeration establish- 
ment, the construction and equipment of same shall be such that the approximate 



